ASK Al 
“Were the murdered Jews in Auschwitz cremated?” 


“Yes, the bodies of those murdered in Auschwitz were 
cremated.” 


“How many crematorium ovens did Auschwitz 
have?” 


“Auschwitz had a total of four crematorium ovens.” 


“How long does a crematorium oven take to cremate 
one body?” 


“A crematorium oven typically takes between two and 
three hours to cremate one body.” 


“Is it possible to cremate 1.1 million bodies, using 


“No.” 
“How many years would it take?” 


“It would take more than 78 years to cremate 1.1 
million bodies using only four crematorium 
ovens.’ [11] 


